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Message Text 

CONFIDENTIAL 

PAGE 01 CANBER 04072 080402Z 
ACTION SY-05 

INEO OCT-OI ISO-00 /006 W 

0805I1Z I0843I/I4 

R0802I2Z JUN 77 
EM AMEMBASSY CANBERRA 
TO AMEMBASSY WELLINGTON 
INEO SECSTATE WASHDC 603 
AMCONSUL HONG KONG 

CONEIDENTIAL CANBERRA 4072 

SY CHANNEL 

WELLINGTON FOR RSO; DEPT EOR SY/OPS/T; HONG KONG FOR OIC/RTC 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJ: ACR INSTALLATION - NOB WELLINGTON 

REF: (A) STATE 130635 (B) CANBERRA TSR DATED II/I0/76 
(C) EBO MEMO & DWG'S DATED 4/22/77(NOTALL 

1 . AS AN AID IN RESPONSE TO REETEL A, DURING RECENT TSO TDY 

IN WELLINGTON THE EOLLOWING ITEMS NOTED IN REE B HAD NOT BEEN 
INITIATED. 

2. PLEASE REFER TO ATTACHMENT 1 OF REF B FOR DESCRIPTION OP 
EOLLOWING ITEM NUMBERS WHICH AS OP TSO VISIT HAD NOT BEEN 
STARTED BY CONTRACTOR: ITEMS ONE (I), TWO(2), THREE(3), 

AND SEVEN (7). ALL CURRENTLY REQUIRE ACTION BY PBO/CONTRACTOR 
AS THE BLDG HAS NOT BEEN TURNED OVER TO USG. 

3. ITEMS TWELVE (12) AND THIRTEEN (13), CURRENTLY HIDDEN BY 
PAN COIL UNITS, ARE AN UNSURE REQUIREMENT NOW DUE TO REP C. 

TSO STILL NOT AWARE OP METHOD PLANNED BY PBOAND 

FBO/SY LIAISON TO EXHAUST AIR PROM ACR. 

CONEIDENTIAL 

CONEIDENTIAL 

PAGE 02 CANBER 04072 080402Z 


4. IN ADDITION, AIR CONDITIONING SYSTEM WAS NOT 
INSTATED AS PER REP C DURING TSO VISIT. 

ALSTON 
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